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2.40  (b)  12) 

ATTENDING  VETERINARIAN  AND  ADEQUATE  VETERINARY  CARE  (DEALERS  AND  EXHIBITORS). 

Sec.  2.40  Attending  veterinarian  and  adequate  veterinary  care  (dealers  and  exhibitors). 

(b)  Each  dealer  cr  exh  bilor  shall  establish  and  maintain  programs  dr  adequate  veterinary  care  ttiat  include: 

(2)  The  use  of  appropriate  methods  to  prevent,  comrol,  diagnose,  and  ireat  diseases  and  injures,  and  the 
availabi  ity  oF  amergency.  weekend,  and  holiday  care; 


- A Femele  wolf  {Kala)  has  raw  patches  oF  shin  on  her  ear  lips,  The  animal  was  bright,  active,  and  alert.  Any  injured 
animal  mu  si  ba  e^aminod  by  a licensed  veterinarian  and  health  records  must  be  maintained.  Kaia  should  be 
examined  by  the  attending  veterinarian  with  n g.  week,  and  appropriate  treatmeni  adminislered 
Correct  by:  1-t  August  2010 

3,63  REPEAT 

WATERING. 

Sec.  3 03  Watering. 

Fbteble  water  niiusl  be  provided  in  suFlicient  quantity  lo  every  non  human  primate  housed  al  Ihe  lacilily.  Water 
receptacles  must  be  kept  dean  and  sanitized  in  accordance  with  methods  provided  in  Sec,  3,S4(b)(3)  oi  this  subpal 
at  least  once  every  2 weeks  cr  as  clten  as  necessary  Ip  keep  them  clean  and  tree  Irorn  contamination. 


- The  ooatimpndi  and  padas  monkey  enclosures  coma  in  water  receptacles  with  green,  discolored  water.  Drinking 
water  heads  to  ba  changed  as  often  as  necessary  to  prevent  contamination. 


3 64 

CLEANING,  SANITIZATION,  HOUSEKEEPING,  AND  PEST  CONTROL. 

Sec.  3,64  Clean  ng,  sanife alien , housekeeping,  and  pest  control. 

(a)  Cleaning  ol  primary  enclosures.  ExCrela  and  Food  waste  must  be  remuvesJ  IrOrri  insice  each  indoor  primary 
enclosure  daily  and  from  underneath  them  as  eflen  as  necessary  to  prevent  an  excessive  accumulation  of  leces  and 
fond  waste,  lo  prevent  Itie  nenhuman  pri males  Irqm  becoming  soiled,  and  lo  reduce  disease  hazards,  insects,  peals. 
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and  odors.  Dirt  Floors,  Floors  with  sbsorbenl  bedding,  and  ptemed  areas  in  primary  enclosures  must  be  spot-cleaned 
will i suliictanL  Irecuency  La  ensure  all  animals  lha  freedom  lo  avoid  contact  with  excreta.  or  as  oiler  as  riecES&ary  to 
reduce  d sease  hazards,  insects,  pests,  and  odors 

The  baboon  enclosure  has  excessive  amounts  of  cobwebs..  Feces,  and  other  debris. 

- The  enclosures  for  the  padas  monkey.,  ocatimundi,  and  p'gtailed  macaque  ere  dirty  and  need  more  thorough 
Iruquoni  cleaning. 

All  primary  enclosures  should  be  cleaned  more  thoroughly  and  more  f'equently  lo  prevent  soiling  and  coniaminalion. 
Correct  by:  16  Augusl  £6 10 

3,125  (a>  REPEAT 

FACILITIES,  GENERAL 

Sec.  3,126  Facilities,  general, 

|a;  Structural  Strength.  The  lacihly  iiiusl  tie  cariSl ruded  ol  Such  material  and  ol  such  strength  as  appropriate  lor  ttie 
arimals  involved . The  indoor  and  outdoor  housing  facildies  shall  be  statcturally  sound  and  shall  be  maintained  in 
goad  repair  to  protect  I ha  animals  Inorn  injury  and  to  conlaio  lha  animals. 

- In  the  camel  enclosure,  the  shelter  area  has  exposed  nails  slang  Floor  and  ceiling  The  back  fence  line  of  the 
enclosure  is  sagging,  mast  likely  Iron  ihe  camel  leaning  an  the  fence. 

- In  the  enclosure  containing  [he  Hama,  donkey,  and  min'alure  horses,  there  are  exposed  nails  in  the  rails  of  [he 
-Shade  pavilion.  In  the  same  enclosure,  I he  section  ol  the  front  fence  line  (next  to  Ehe  gate]  is  louse  and  not  secured 
lo  me  accompany  ng  fence  post, 

- In  the  goat  enclosure,  there  is  a Itausa  'wire  lence  panel  at  the  entrance  'o  itie  shelter.  The  ecge  qF  the  wooden 
shelter  is  broken  an  one  corner.  The  back  fence  corner  Is  loose  and  mol  secured  to  She  accompanying  fence  post. 
There  is  a wire  (grounding  wire  for  the  overhead  power  lines)  which  is  draped  loosely  From  the  back  oF  the  shalier  and 
needs  lo  be  secured. 

- The  lop  pad  oF  one  section  oF  lence  in  ihe  3rd  wolf  pen  has  a gap  al  the  corner  junction. 

- In  the  lower  tiger  enclosure  {next  lo  the  bear  pen)  a pel  on  of  the  lockout  Ira  me  is  excessively  rusted. 

- In  an  enclosure  with  a single  cougar,  the  'wooden  shelter  root  aopcars  to  be  sagging  in  Ihe  middle. 

- The  tup  rail  uF  Ihe  fence  in  the  tiger  enclosure  (Twister's)  is  sagging  and  unstable.  The  lion  enclosure  also  has  a 
laan  ng  lence  line. 

- The  kangaroo  enclosure  has  a section  of  the  fence  missing  the  lop  rail  which  results  in  ihe  Fence  along  ihal  section 
only  being  approx  imataly  half  the  height  of  Ihe  remainder  ol  the  enclosure  fence. 

Al  taoilitieE  should  be  structurally  sound  and  maintained  in  good  repair  to  protect  ihe  an  mate  Irom  injury,  and  to 
contain  me  animals  adequately . 
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3.125  to  Repeat 

FACILITIES,  GENERAL. 

Sec.  3,125  Facilities,  general, 

{cj  Storage.  SuuplieS,  oi  toad  arid  badding  Shall  be  stared  in  facilities  which  adequately  protect  such  supplies  again  it 
detenoration,  mokJmg,  or  contamination  by  vermin 

Tho  floor  oi  the  food  storage  area  is  duly  and  cluttered.  This  area  needs  to  bo  cleaned  more  ihorougrly  and  more 
frequently  to  min  rnize  potential  contamination  of  Stored  Food- 


3.127  {b)  repeat 

FACILITIES,  OUTDOOR. 

Sec.  3,127  Facilities,  outetoor 

lb)  Shelter  from  inelemanf  wealher.  Natural  or  arliliuial  shelter  appropriate  to  the  local  climatic  conditions  ter  Ihe 
species  concerned  shall  be  provided  for  all  animals  Kept  outdoors  to  aftordl  them  protection  and  lo  prevent  discomtort 
lO  such  animals. 

- An  enclosure  housing  a single  bobcat  has  an  inadequate  shelter.  Currently,  the  bobcat  is  using  a medium  sized 
dog  carrier  with  stalled  sides.  This  does  not  provide  sufficient  protection  from  inclement  weather.  A more  suitable 
shelter  offering  adequate  prolection  from  ihe  elements  needs  lo  be  placed  in  the  enclosure 

3.127  W REPEAT 

FACILITIES,  OUTDOOR. 

Sec.  3,127  Facilities,  ouldoor 

(d)  Perimeter  lance.  On  nr  after  May  17, 20D0.  all  outdoor  Fiousing  tecil  I es  (i.s.,  facilities  uol  entirely  indoors)  must 
be  enclosed  by  a perimeier  fence  that  is  ol  sufficient  height  to  keep  animals  and  unauthorized  persons  out  The 
tenge  must  be  constructed  that  ft  protects  IhE  animals  in  the  Facility  by  restricting  animals  and  unauthorized 
persons  from  going  through  it  or  under  rt  and  having  contact  with  the  animals  m the  facility,  and  so  that  if  can  function 
as  a secondary  containment  syslem  for  the  animals  in  the  facility. 

- The  bottom  ball  of  a section  of  the  back  line  of  the  perimeter  fence  is  composed  of  several  strands  of  wire  with  no 
other  allacherf  fencing  material.  Strands  oF  wire  such  as  this  are  uol  adequate  lo  pravenl  animals  from  going  in  or  Oul 
through  the  penmeler  fence,  The  fence  must  be  constructed  in  such  a manner  as  to  preuenl  animals/pereons  from 
going  through  rt. 
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3.130 

WATERING, 

Sec.  3, ISO  Watering. 

II  potable  water  is  net  accassibfe  to  the  animals  al  all  limes,  il  rnust  be  previdad  as  often  as  necessary  lor  the  heallli 
and  comfort  of  the  animal  Frequency  of  watering  shall  consider  age,  species,  condition,  size,  and  type  of  the  animal, 
All  water  raoaplanles  shall  be  kept  dean  and  sanitary. 

- The  upper  lion  enclosure  {containing  1 male  end  2 females)  ood  Twister’s  enclosure  contained  green,  discolored 
drinking  water.  This  affects  a ioLal  ol  lour  animals.  Water  needs  Id  be  changed  more  frequently  to  prevent  algae 
growth  and  contamination 

- The  lower  tiger  pen  (containing  2 tigers)  has  a large  water  bin  which  is  dirty  and  needs  to  be  cleaned, 

Correct  by:  1 2 August  201 0 

3.131  (a) 

SANITATION. 

Sec- 3.131  Sanitation. 

(a}  Clearing  ol  enclosures.  Excreta  shall  be  removed  from  primary  enclosures  as  often  as  r ecessary  1o  prevent 
contamination  of  the  animals  contained  therein  and  lo  minimize  d-sease  hazards  and  to  reduce  odors 

In  the  tower  tiger  enclosure,  there  is  an  excessive  accumulation  of  filth  and  waste  just  inside  the  entrance  lo  the 
shelter.  This  affects  one  animal.  This  area  needs  to  be  cleaned  more  Frequently  to  help  prevent  contamination  end 
reduce  pest  infestation. 

COTraCf  by:  1G  August  2010 


3,131  W) 

SANITATION. 

Sec,  3,i3f  Sanitation 

Id}  Pest  eonlral.  A safe  arid  effective  program  for  the  oarlLrd  of  insects,  ectoparasiles,  and  avian  and  mammalian 
pests  shall  be  established  and  maintained 

Inside  the  animal  shelter,  we  rwled  several  wasps  and  nests  along  the  ceiling,  insect  nesls  should  be  removed 
when  sputted  to  reduce  peel  infegtalton. 

Correcl  by:  1 September  £01 0 
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Inspection  anc  e*it  interview  conducted  t>y  Michael  Tygart  Karl  Thornton  (ACI)  and  the  lioertsee. 
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